ST.  MATTHEW'S  CATHEDRAL 
Rhode  Island  at  Connecticut  Avenue,  N.W. 
Washington,  D.C. 

The  spacious  interior  of  this  magnificent  renaissance 
church  is  adorned  with  many  lovely  mosaics,  murals, 
frescoes  and  marbles. 

The  great  of  the  free  world  gathered  in  this  impressive 
setting  for  the  funeral  rites  of  President  John  F. 
Kennedy  on  November  25,  1963. 
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